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Catalog No. 61, Copyright, 1937, by Bommer Spring Hinge Company 



Chicago Office: H 
100 North Wuckcr Drive 1 



Printed in U. S. A. 



Bommer Checking Floor Hinges 
Single Action and Double Action 

For entrance, vestibule and interior doors, respectively, in office buildings, theatres, depart- 
ment stores, hospitals, churches, schools, apartments, etc. Also for residence, pantry and 
dining room doors. 

These hinges embody every improvement with the highest degree of precision not usually 
employed in a device of this kind, and are most reliable and strong. 

The torsion spring type tension is adjustable to meet varying wind or draft conditions. 

The checking mechanism is of vah r e and piston type and holds door under control, operates 
smoothly, and closes the door without noise. The closing speed of the door is regulated by a 
needle-valve, accessible in the floor plate. 

The opening resistance of the door is made as low as possible consistent with the closing 
force required. 

The mechanism operates in a non-freezing, lubricating and checking liquid. Conforms to 
U. S. Government Standard Specification. 

The Case is made of impermeable iron, preventing seepage of liquid. 

The weight of the door is carried on hardened steel ball bearings. 

The best materials obtainable are used. Parts subject to wear are made 1 of drop-forged or 
stamped steel, case-hardened. The spring is made of steel oil-tempered. 

Complete catalog and templet drawings supplied upon request. 




Torsion Spring Type 88 
Single Action 




'TT 



Type No. P2 

Furnished with Double Action 

Nos. 71 and 72 




Compression Spring Type 71 
Double Action 



Torsion Spring Type 86 
Double Action 




Type No. PI 

Bail-Bearing Top Pivot 

Furnished with Double Action 

Hinges Nos. 86 and 87 and 

Single Action Hinges Nos. 

C88, C88 3g and C89 




Type No. P3 

Bail-Bearing Offset Pivot 

Furnished with Single Action 

Nos. 88, 88 U, 89, T88 H and T89 




Type No. Fl 
Side Pivot 
Used as an 

Intermediate 

or Sup- 
plementary 
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Specification for Checking Floor Hinges 
Single and Double Action 

Double Acting Ordinary Interior Doors 

BOMMER No. H71 double acting checking floor hinges with hold-open, No. 71 without 
hold-open for light interior residence doors not over 2'10" wide; Bommer No. H72 double acting 
checking floor hinges with hold-open, No. 72 without hold-open for light interior doors not over 
3' wide, but not for vestibule doors. 

Federal Specification FF-H-121 Type 3500: Size II— Bommer No. H71 and 71, page 6— 
Size III— Bommer No. H72 and 72, page 6. 

Double Acting Exterior and Vestibule Doors and 
Heavy Duty Interior Doors 

BOMMER No. 86 double acting checking floor hinges for heavy interior doors not over 3 '6* 
wide; for entrance and vestibule doors not over 2 '10" wide. Bommer No. 87 double acting check- 
ing floor hinges for extra heavy interior doors. For entrance and vestibule doors over 2'10" wide. 

Federal Specification FF-H-121 Type 3510: Size I- — Bommer No. 86, page 10; Size II — Bom- 
mer No. 87, page 10. 

Single Acting, Offset Type, Exterior and A^estibule Doors 
and Heavy Duty Interior Doors 

BOMMER No. 88 single acting checking floor hinges for light interior doors not over 3' wide. 
Bommer No. 88)^ for interior doors not over 3 '6" wide; for out-swinging entrance and vestibule 
doors not over 2'10"; for in-swinging entrance and vestibule doors not over 2'6" wide. Bommer 
No. 89 single acting checking floor hinges for extra heavy interior doors not over 4' wide; for 
entrance and vestibule doors over 2'10" wide. 

Federal Specification FF-H-121 Type 3520A: Size I — Bommer No. 88, page 12; Size II — - 
Bommer No. 883^, page 12; Size III — Bommer No. 89, page 12. 

Doors over 7'10" high shall be provided with Bommer No. P4 intermediate pivot. 

Federal Specification FF-H-121 Type 3525: Bommer No. P4, page 12. 

Single Acting Center Pivoted Exterior and Vestibule Doors 
and Heavy Duty Interior Doors 

BOMMER No. C88 single acting checking floor hinges for light interior doors not over 3' 
wide, Bommer No. C88^ for interior doors not over 3 '6" wide; for out-swinging entrance and 
vestibule doors not over 2'10" wide; for in-swinging entrance and vestibule doors not over 2 '6" 
wide. Bommer No. C89 single acting checking floor hinges for extra heavy interior doors not 
over 4' wide; for entrance and vestibule doors over 2'10" wide. 

Federal Specification FF-H-121 Type 3520: Size I — Bommer No. C88, page 16; Size II — 
Bommer No. C883^, page 16; Size III — Bommer No. C89, page 16. 

To avoid errors or delays, always refer to catalogue and specify number, size and finish 
and other information required. Always state hand of door when ordering single action 
checking floor hinges. 

Hand of Doors 

To Determine Hand of Single Action Checking Floor Hinges. 







Right Hand opening out 



Left Hand opening out 



Left Hand opening in 



Right Hand opening in 

llllllllllllllllllllllllllj! 



Bommer Spring Hinge Company, Manufacturers, Brooklyn, N, Y., U. S. A. 

3 



minim 



Bommer Checking Floor Hinges 

Double Action 
For Light Interior Doors not over 2' 8" wide 



r t.A4 1 




Type 70 



No. 70 non-holdopen. 
No. H70 with holdopen. 

For pantry or dining room doors in resi- 
dence and apartment houses. Permits the door 
to swing in both directions, closes the door 
quietly and brings it to rest at center. 

No. 1170 will hold the door open auto- 
matically when opened 90 degrees, until released 
by a slight push, therefore does not require a 
separate door holder. 

No. 70 is used when doors are not required 
to be held open. 

The checking action is regulated by the 
needle-valve accessible through the floor plate, 
and making this floor hinge adaptable to vari- 
ous conditions. 

They are made of drop forgings, stamped 
steel tempered, and other materials, that will 
give utmost satisfaction. All moving parts 
operate in a non-freezing lubricating checking 
liquid. The hinge case is made of impermeable 
iron, preventing seepage of checking liquid. 

A spring top-pivot, having a movable plunger 
is furnished, which permits the door to be taken 
down easily. 



No. H70 "holdopen" type in dull brass finish will be furnished, unless otherwise specified. 
An iron Cement-Case No. 70-33, priced separately, must be used when this hinge is set in 
cement, tile or concrete floors. 

No. 70 Dull or Polished Brass or Bronze S15.00 

No. H70 Dull or Polished Brass or Bronze 15.00 

For ordinary plated finishes except as noted below, add to above prices 1 .00 

For Chromium Plated on Brass add to above prices 1 .50 

For Aluminum Alumilited Finish add to above prices 1 .50 

For While Bronze Metal add to above prices 1 .50 

For Chromium Plated on White Bronze Metal add to above prices 2.00 

Iron Cement-Case No. 70-33 for cement, tile or concrete floors 2.00 



Weight floor check 9% lbs. 

Iron Cement-Case 3^ lbs. 

Packed complete with Drawing and directions for applying Hinges. 

For illustration of parts see page 24. 



Illl 
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Bommer Checking Floor Hinges 

Double Action, Number 70 
For Light Interior Doors only 2' 8" wide 
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Blue Print Templet furnished on request. 
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Bommer Checking Floor Hinges 

Double Action. For Light Interior Doors Only 





Type 71 



No. 71 non-holdopen doors not over 
2' 10" wide. 

No. H71 with holdopen at 90°. 

No. 72 non-holdopen doors not over 
3' 0" wide. 

No. H72 with holdopen at 90°. 



Permits the door to swing in both direc- 
tions, closes the door quietly and brings it to 
rest at center. 

Nole: Hinges that hold open on one side only, 
furnished when specially ordered. (State hand 
of door.) 

The checking action is adjustable by the 
needle-valve accessible through the floor plate, 
and making this floor hinge adaptable to various 
conditions. 

They are made of drop forgings, stamped 
steel tempered, and other materials that will 
give utmost satisfaction. All moving parts 
operate in non-freezing lubricating checking 
liquid. The hinge case is made of impermeable 
iron, preventing seepage of checking liquid. 



No. H71 and J\o. H72 will hold the door open automatically when opened 90 degrees, until 
released by slight push, therefore does not require a separate door holder. 

No. 71 and No. 72 same as No. H71 and No. H72 in all respects, but does not have holdopen 
feature. 

No. H71 and No. H72 "holdopen" type in dull brass finish will be furnished, unless otherwise 
specified. 

An iron Cement-Case No. 71-24 or No. 72-24, priced separately, must be used when hinge is 
set in cement, tile or concrete floors. 

No. 71 Dull or Polished Brass or Bronze , , -517.00 

No. H71 Dull or Polished Brass or Bronze 17.00 

No. 72 Didl or Polished Brass or Bronze 20.00 

No. H72 Didl or Polished Brass or Bronze 20 .00 



For ordinary plated finishes, except as noted below, add lo above price; 

For Chromium Plated on Brass add to above prices 

For Aluminum Alumilited Finish add to above prices 

For White Bronze Metal add lo above prices 

For Chromium Plated on While Bronze Metal add lo above prices .... 
Iron Cement-case for size No. 71-24 or No, 72-2 1 



1.00 
1.50 
1.50 
1 .50 
2.00 
2.50 



Weight of floor check No. 71 and H71— UJ/ S lbs. No. 72 and 1172— 1634 U>s. each. 
Weight of iron Cement-Case No. 71-2 1 and 1171-21 — 1 lbs. No. 72-21 and H72-21 — 1 lbs. each. 
Packed complete one set in a box with Templet drawing and directions for applying Hinge. 
For illustration of parts see page 24. 

Thresholds to be used with Checking Floor Hinges see Pages 18 and 19. 
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Bommer Checking Floor Hinges 

Double Action, Numbers 71 and 72 
For Interior Doors Only 
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LIGNMENT 
SCREWS 



VALVE SCREW 
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Blue Print Templet furnished on request. 



CHECK APPLIED 
FLUSH WITH FLOOR 




CHECK APPLIED 
BELOW THRESHOLD 
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FLOOR PLATE 
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METAL THRESHOLD 
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SECTION A-A 
SECTION B-B 
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Bommer Double Action Checking Floor Hinges 



For Office Gates 




No. G71 non-holdopen for wood gates. 
No. GH71 with holdopcn for wood gales. 
No. G72 non-holdopeii for metal gates. 
No. GH72 with holdopen for metal gates. 



The construction of the mechanism of No. G71 and G72 are the same as No, 71 and 72 
respectively (page 6). The top-pivot regularly furnished has a stop to prevent opening the Gate 
beyond 120 degrees. The bottom shoe permits alignment and is adjustable to varying thickness of 
the gate. 

Where not practical to use the regular Top-Pivot a special Clamp-Pivot (detail on opposite 
page) that fastens to back of Gate can be furnished. It is adjustable. The Gate can be opened 
as far as trim permits. 

The checking action is adjustable by the needle-valve accessible through the floor plate and 
makes this hinge adaptable to various conditions. 

An Iron Cement-Case No. G71-24, or G72-24, priced separately, must be used when hinge 
is set in cement, tile or concrete floors. 

No. GTl. Dull or Polished Brass or Bronze SI 7 .00 

No. GH71. Dull or Polished Brass or Bronze 17.00 

No. G72. Dull or Polished Brass or Bronze 20 .00 

No. GII72. Dull or Polished Brass or Bronze 20.00 

For No. P6. Special Clamp-Pivol add to above prices 4 .50 

For Ordinary Plated Finishes, except, as noted below, add to above prices 1 .00 

For Chromium Plated on Brass add to above prices 1 .50 

For Aluminum Alumilitcd Finish add to above prices 1 .50 

For White Bronze Metal add to above prices 1 .50 

For Chromium Plated on White Bronze Metal add to above prices. 2.00 

Iron Cement-Case for size No. G71-21 or G72-2 t 2 .00 

Dull Brass furnished unless otherwise specified. 

Weight of floor eheck: No. G71— 15% lbs. No. G72— U% lbs. each. 
Weight of iron cement case: No. G71-24— 1 lbs. No. G72-24— 4 lbs. each. 
Packed complete one set in a box with screws to match finish. 
For illustration of parts, see page 21. 
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Bommer Double Action Checking Floor Hinges 



For Office Gates 
Numbers G71 and G72 
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ADJUSTABLE BOTTOM SHOE 
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GATE SPECIAL CLAMP PIVOT TYPE N<?P6 




The detail of Mechanism is the same as Nos. 71-i2, see page 7. M 

Blue Print Templet furnished on request. H 
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Bommer Checking Floor Hinges 

Double Action 

For Exterior and Heavy or Wide Interior Doors 

Two Torsion Springs and Checking Devices. Non-Hold-Open 



[ i l l i ■ ■■ . » ■ ■ 




Type 86 



No. 86. For heavy Interior Doors not over 
3 feet, 6 inches wide. 

For Entrance and Vestibule Doors not 
over 2 feet, 10 inches wide. 

No. 87. For extra heavy Interior Doors. 

For Entrance and Vestibule Doors 
over 2 feet, 10 inches wide. 

For theatres, hospitals, churches, schools, apartment 
houses, etc., where double action controlled doors are 
required. 

These double action hinges have two springs and 
two checks. Each spring and check is adjustable inde- 
pendently. The springs can be adjusted to resist unequal 
wind pressure or draft on either side of the door and 
speed of door can be equalized by regulating the needle- 
valves accessible in the floor plate. 

Perfect alignment seemed by means of adjusting 
screws on either side of door. Hinge, door arm and pivot 
entirely concealed. Floor plate and aligning screws only 
are visible. 

The weight of the door rests on a drop forged and 
case-hardened spindle which is supported on a ball bear- 
ing, and the upper end of spindle is held in alignment 
by a special radial roller bearing. The top pivot socket 
has a ball race with a hardened steel pivot pin thereby 
reducing friction and wear to a minimum. 



The interior mechanism is made of the highest grade of forgings, stampings and castings 
and every part subject to wear case-hardened. All moving parts operate in non-freezing' lubri- 
cating checking liquid. The hinge case is made of impermeable iron preventing seepage of 
checking liquid. 

An Iron Cement Case is furnished with these hinges to set in cement, tile or concrete floors. 

No, 86. Dull or Polished Brass or Bronze StiO.OO 

No. 87. Dull or Polished Brass or Bronze. 75.00 

For Ordinary Plated Finishes, except as noted below, add to above prices 1 .50 

For Chromium Plated on Brass add to above prices. 2 .50 

For Aluminum Alumilited Finish add to above prices 2.50 

For While Bronze Metal add to above prices 2.50 

For Chromium Plated on White Bronze Metal add to above prices 3.00 

Dull Brass furnished unless otherwise specified. 

Packed complete one set in a box with templet drawing and directions for applying hinge. 

Weight of floor check: No. 86—18 lbs. No. 87—66 lbs. each. 

For illustration of parts, see pages 20 and 21. 

Thresholds to be used with Checking Floor Hinges, see pages 18 and 19. 
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Bommer Checking Floor Hinges 

Double Action, Numbers 86 and 87 
For Exterior and Heavy or Wide Interior Doors 



.WALKING BEAM PIVOT TYPE NS PI 




-LLi.JL>| 3 .|, 3li -J-L 



&$})-& 



~ r 

-<nj!2 



ei- 



L,|i2^^ 
r'32 32 



L|i3.^_iJaJ 

r'32T^ 321 
•2 -I- 2— J 



T" 

=18 



-k U 



-JAMB 

-BACK EDGE OF DOOR 



No. 


A 


D 


C 


1> 


E 


86 


2*/u" 


12.i 4 " 


bW 


3H" 


"»!-" 


87 


2 ! . " 


14 --v" 


01,," 


3«/fc" 


6^" 




©£3*; 



o 



G 



ARM 




CHECK APPLIED 
FLUSH WITH FLOOR 
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CHECK APPLIED 
BELOW THRESHOLD 



Blue Print Templet furnished on request 
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Bommer Checking Floor Hinges 

Single Action 
Offset Type, For Right and Left Hand Doors (Specify Hand) 
Torsion Spring Non-Hold-Open 



,© 



ir 




Side Jamb 
Pivot 
No. P4 



No. R88 or L88. For light Interior Doors 

not over 3 feet wide. 
No. R88V2 or L88V2. For Interior Doors 

not over 3 feel, 6 inches wide. 

For Out-swinging Entrance and Ves- 

lihnlc Doors not over 2 feet, 10 inches 

wide. 

For In-swinging Entrance Doors not 

over 2 feel, 6 inches wide. 
No. R89 or L89. For Extra Heavy Interior 

Doors not over 4 feet wide. 

For Entrance and Vestihulc Doors 

over 2 feet, 10 inches wide. 




Type 88 



These single action checking hinges allow the doors 
to be opened to 180 degrees (trim permitting) and are 
self-closing, smooth and quiet from that point. To 
meet various conditions the spring tension is adjustable 
and closing speed is regulated by the needle-valve 
accessible in the floor plate. 

The Bommer patented arm attachment permits 
raising or lowering the door on the spindle and when 
setscrew is firmly tightened will positively prevent 
door slipping down and dragging on the threshold. 

The weight of the door rests on a drop forged and 
case-hardened spindle which is supported on a ball 
bearing, and the upper end of the spindle in the No. 
883^ and No. 89 has a Special Radial Roller Bearing. 
The No. 88 has a plain bearing. The Regular Top 
(lintel) Pivots are bronze, brass or aluminum forgings 
and have a ball bearing with case-hardened steel pin, 
thereby reducing friction and wear to a minimum, 
and holds the door in alignment. 

The interior mechanism is made of the highest grade 
of forgings, stampings and castings and every part sub- 
ject to wear case-hardened. All moving parts operate in non-freezing lubricating checking liquid. 
The hinge case is made of impermeable iron preventing seepage of checking liquid. 

No. P4 Side-Pivot should be used as an intermediate pivot on doors over 7 feet, 6 inches 
high and Extra Wide Doors. 

For segment head doors No. PI side pivot is furnished instead of the regular top pivot without extra charge. 
An Iron Cement-Case is furnished with these hinges to set in cement, tile or concrete floors. 
The prefix letters indicate L. left hand: B, right hand. 
When ordering stale if right or left hand doors. 

No. R88 or LiSit. Dull or Polished Brass or Bronze $35 .00 

No. R88. 1 i or LIWU. Dull or Polished Brass or Bronze 45.00 

No. B89 or L89. Dull or Polished Brass or Bronze 55.00 

No. P4 Side Jamb Pivot G.00 

For Ordinary Plated Finishes, except as noted below, add to above prices 1 .50 

For Chromium Plated on Brass add to above prices 2.50 

For Aluminum Alumililcd Finish add to above prices 2.50 

For While Bronze Metal add to above prices 2.50 

For Chromium Plated on White Bronze Metal add to above? prices 3.00 

For Special Finishes on PI Side Pivot only, add to above prices for Ordinary Plated Finishes 8.73; Chroi 
Plate on Brass or Aluminum Alimtilitc Finish $1.00; White Bronze Metal $1.50; Chromium Plate on White B 
Metal $2.00. 

Dull Brass furnished unless otherwise specified. 

Packed complete one set in a box with Templet drawing and directions for applying Hin 

Weight of door check: No. 88—19 lbs.; No. 88^—26 lbs.; No. 89— 31^ lbs. each. 

For illustration of parts, see pages 22 and 23. 

Thresholds to be used with Checking Floor Hinges, see pages 18 and 19. 
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Bonimer Checking Floor Hinges 

Single Action Offset Type, Numbers R88, L88, R88l/ 2 , L88l/ 2 , R89 and L89 

For Right and Left Hand Doors 

Important: when ordering slate if for right or left hand doors. 
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DETAIL. ARM N2 88 

Blue Print Templet furnished on request. 
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Bommer Checking Floor Hinges 

Single Action 
Offset Type with Tapered Spindle 
For Right and Left Hand Doors (Specify Hand) 
Torsion Spring, Non-Hold-open 



m 




Side Jamb 
Pivot 
No. P4 



No. RT88V 2 or No. LT88l/ 2 . For Interior 
Door not over 3 feet, 6 inches wide. 
For On I -swinging Entrance or Vesti- 
bule Doors not over 2 feet, 10 inches 
wide. For In-swinging Entrance Doors 
not over 2 feet, 6 inches wide. 

No. RT89 or No. LT89. For Extra Heavy 
Interior Doors not over 4 feet, 6 inches 
wide. For Entrance or Vestibule Doors 
over 2 feet, 10 inches wide. 



For Metal or Heavy Doors to meet the requirement 
where it is not desired to use the Vertical Adjustment 
provided in our No. 883.9 and No. 89 Hinges. The 
spindle is square and tapered, and the Hinge Arm lias 
a rectangular hole that fits securely onto the spindle 
preventing it from slipping down and door dragging 
on the threshold. 

These single action checking hinges allow the doors 
lo be opened to 180 degrees (trim permitting) and are 
self-closing, smooth and quiet from that point. To meet 
various conditions the spring tension is adjustable and 
closing speed is regulated by the needle-valve accessible 
in the floor plate. 

The weight of the door rests on a drop-forged and 
case-hardened spindle which is supported on a ball 
bearing, and the upper end of spindle has a special 
radial roller bearing. The Regular Top Pivots are 
bronze, brass or aluminum forgings and have a ball 
bearing with case-hardened steel pin, thereby reducing 
friction and wear to a minimum, and hold the door 
always in alignment. 

No. P4 Side-Pivot should be used as an intermediate 
pivot on doors over 7 feet 6 inches high, but the pin 
must be retracted when applying as the Entire Weight of door must rest on the Hinge Spindle. 

When Regular Top Pivot is used this check is also suitable for doors of a minimum thickness 
of 1% inches. When No. P4 Side-Pivot is used minimum thickness of door can be Vy^ inches. 
For segment head floors No. Pi Side-Pivot is furnished instead of the regular top pivot without extra charge. 
An Iron Cement-Case is furnished with these hinges to set in cement, tile or concrete floors. 
The prefix letters indicate — L, left hand; R, right hand; T, tapered spindle. 
When ordering state if right or left hand doors. 

No. RT88I/2 or LTnay 2 . Dull or Polished Brass or Bronze §45.00 

No. RT89 or LT89. Dull or Polished Brass or Bronze 55.00 

For Ordinary plated finishes, except as noted below, add to above prices 1 .50 

For Chromium Plated on Dross add lo above prices 2.50 

For Aluminum Alumililed Finish add lo above prices 2.50 

For While Bronze Metal add to above prices 2.50 

For Chromium Plated on White Bronze Metal add to above prices 3.00 

No. P4 Side Jamb Pivot IS .00 

Speeial Finishes on P-t Side-Pivot only, add to above price for Ordinary Plated Finishes $.75; Chromium Plate 
on Brass or Aluminum Aluininited Finish $1.00; White Bronze Metal St. 50; Chromium Plate on White Bronze 
Metal 82. 00. 

Dull Brass furnished unless otherwise specified. 

Packed complete one set in a hox with Templet drawing and directions for applying Hinge. 

Weight of hinges: No. T88y 2 — 26 lhs.; No. T89— 31 \/ z lbs.— each. For illustration of parts, see pages 22 and 23. 

Thresholds to he used with Checking Floor Hinges, see pages 18 and 19. 




Type 8H 1 •> 



llll 

Bommer Spring Hinge Company, Manufacturers, Brooklyn, N. Y., U. S. A. 

14 



'■ !: , i, . . ■ :l II I! I! !. M II M^ 






Bommer Checking Floor Hinges 

Single Action 
Offset Type with Tapered Spindle Numbers RT88V 2 , LT88l/ 2 , RT89 and LT89 



For Right and Left Hand Doors 



Important: when ordering state if for right or left hand doors 




n 



25l |5 I ,5l ,5 



64T '32 \ 



\ik 



± i_ 



m\* 



n\-t 



r~ r o| 1 re 






T 



-k 



3^ 





h 

LLj — ! 



T 
-k 



OFFSET PIVOT TYPE N* P3 



4 ^ 



®| J® 



fk pjaj 




£|_f& 
16MI6 

Mi- 






I 

1*1*1 



ff 

I 
a 



l-s- 



_jco 



-12 



-|2 



-IS 



rO |<P ' 



u~r 



SIDE JAMB PIVOT 
TYPE N2 P4 



I 



No. 


A 


B 


<: 


1) 


E 


F 


<; 


T8S1/2 


s'V 


s-;" 


■i? 4 " 


■">■ ..." 


3<V 


:i'> 1 „" 


1W 


T89 


QJi" 


<>'*,«* 


■ r ' ~ 9 " 


G's" 


z%" 


1 1 . " 


!■',;-," 




CHECK APPLIED 
BELOW THRESHOLD 



Blue Print Templet furnished on request, 
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Bommer Checking Floor Hinges 

Single Action 

Center Hung Type 

For Right and Left Hand Doors (Specify Hand) 

Torsion Spring, Non- Hold- Open 

For Theatres, Office and Public Buildings, Doors 
without Mullions and hung in Groups, allows increased 
width of opening and eliminates all hardware from face 
of door. 

No. C88. For light Interior Doors not over 

3 feel wide. 
No. C88} ■ / 2- For Interior Doors not over 3 
feet, 6 inches wide. 

For Out-swinging Entrance and Vestibule Doors not 
over 2 feet, 10 inches wide. For In-swinging Entrance 
Doors not over 2 feet, 6 inches wide. 

No. C89. For extra heavy Interior Doors 
not over \ feet wade. For Entrance and 
Veslihulc Doors over 2 feci, 10 inches 
wide. 

To meet various conditions the spring tension is ad- 
justable and closing speed is regulated by the needle- 
valve accessible in the floor plate. 

The weight of the door rests on a drop forged and 
case-hardened spindle which is supported on a ball bear- 
ing, and the upper end of the spindle in the No. 88} 2 
and No. 89 has a Special Radial Roller Rearing. The 
No. 88 has a plain radial bearing. 

The arm has a rectangular hole which fits securely 
onto the spindle preventing it from slipping down and 
door dragging on the threshold. The Top Pivot Socket 
has a ball race with case-hardened steel pin, thereby re- 
ducing friction and wear to a minimum, and holds the 
>,,e door in alignment. 

For Office Railing (late, this type hinge No. GC88 furnished with proper Top Pivot and Gate 
Shoe (see page 9). 

An Iron Cement-Case is furnished with these binges lo set in cement, tile or stone flours. 
The prefix letters indicate — C, center hung; L, left hand; R, right, hand. 
When ordering slate if right or left-hand doors. 

No. CR8H or CL88. Dull or Polished Brass or Bronze S35.00 

No. CB88'j or CL88K- I 5 ' 1 " or Polfehed Brass or Bronze 45.00 

No. CR!!9 or CLIW. Dull or Polished Brass or Bronze 55 .00 

No. GCBISa or GCL88. Dull or Polished Brass or Bronze 35 -00 

For Ordinary Plated Finishes except as noted below, add to above prices 1.50 

For Chromium Plated on Brass add Lo above prices 2.50 

For Aluminum Alumilited Finish add to above prices 2.50 

For White Bronze Metal add lo above prices 2.50 

For Chromium Plated on White Bronze Metal add lo above prices 3 .00 

Dull Brass furnished unless otherwise specified. 

Packed complete one set in a box with Templet drawing and directions for applying hinge. 

Weight of hinges: No. CiUi— 19 Lbs. No. C.MiJ^— 2fi lbs. No. CK9— 31^ lbs. each. 

For illustration of parts, see pages 22 and 23. 

Tbresholds to be used with Checking Floor Hinges, see pages 1!5 and 19. 




™ 
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Bommer Checking Floor Hinges 

Single Action, Center Hung Type, Numbers C88, C88 1 /2 and C89 
For Right and Left Hand Doors 



Important — When ordering state if right or left band doors 
4X .| 



WALKING BEAM PIVOT TYPE N2PI 




3 Te ~*]7p 
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A 
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'•',." 
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BELOW THRESHOLD 
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Blue Print Templet furnished on request. 
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Bommer Thresholds 
Used with Bommer Checking Floor Hinge 



Standard Type for General Use 




Type No. 61 Door Hung at Center of Jamb 
and Center of Threshold 




Hinge 






' 


No. 


A 


B 


C 


86 


2 7 ,,-," 


12 ?r 


6* 


87 


2? i6 " 


14 W 


7" 


C8 8 


IK" 


7" 


5" 


C.88 1 ', 


2" 


S'l" 


6* 


C89 


2" 


<»'.t" 


7" 



Type No. 64 Door Hung off Center of Jamb 
and Center of Threshold 




1 



Hinge 








No. 


A 


b 


C 


86 


2l) 6 " 


12 J s " 


6" 


87 


2%" 


14 M* 


7" 


C88 


1U" 


7" 


5" 


<:ss'-. 


2" 


S'i" 


0" 


C89 


2" 


9M" 


7" 



Type No. 62 Door Hung at Center of Jamb 
and Center of Threshold 



Hinge 








No. 


A 


B 


C 


71 


2.1 6" 


8" 


5" 


II 71 


2}i" 


8" 


5" 


11 


2H' 


S" 


5" 


117 3 


2Ji* 


8" 


5" 


86 


2 7 id" 


12 ?s" 


G" 


87 


2 5 ,*" 


14^" 


7" 




Type No. 65 and No. 65 A Door Hung off Center 
of Jamb and Center of Threshold 

No. 65 

For Doors less than 1 % inches thick 




J lin^ r >' 








No. 


A 


B 


G 


88 


7>W 


6" 


4" 


8 8'.; 


9Ms* 


7" 


4" 


89 


10l, 6 " 


7" 


4" 



For Doors 


No. 
over 


6S 


K 


pchea 


thic-k 


Hinge 
No. 


A 


B 


C 


88 








*8*' 

8" 




88!--; 

89 


0V,"6 

11)1 |, 




5" 
5 



Standard Type 



Type No. 63 and No. 63A Door Hung olf Center 
of Jamb and Center of Threshold 



No. 63 
For Doors less tlnm 1% incites thick 



No. 63 A 
For Doors over 1 % inches thick 



Hinge 

No. 


A 


B 


C 


88 

88 ! -j 

89 


7»„V 
10',,-," 




6" 

7" 
7" 



Hinge 
No. 


A 


B 


C 


SS 

SS'-'> 

89 


9W 
101,,/' 




"s"' 

S" 




With Concrete 
Anchor 



^ lili Expansion 

Bolt 



With Wood 

Screws 

Specify if concrete anchors, expansion shields or wood screws are wanted. 

When concrete anchors or expansion shields are specified, the threshold is drilled and counter-sunk on the center 
line for No. 12 O.H. screws 6 inches from the ends and about 12 inches center to center. 

When wood screws are specified, the threshold is drilled and counter-sunk for No. 12 O.H. screws 6 inches from 
the ends and about 12 inches center to center. 

For single action doors over 1% inches thick, Type No. 63A or No. 65A should be used and thickness of door 
specified so that proper width of floor plate can be supplied. 

Thresholds for doors without mullions and hung in groups or unusual conditions, submit drawings for prices. 

When stops or cut-outs for Exit devices are required, submit details. 

In setting thresholds, the floor-hinges should be within the cement cases and blocked up in the door-opening so 
that the hinge spindles are properly located and the sections of the threshold line up perfectly. 

When pouring concrete floors, openings should be left between jambs so that checks and threshold may be 
grouted in accurately after the finished jambs are in place. 
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Bommer Thresholds 

Architectural Bronze and Aluminum, Cast White Bronze 

Abrasive Bronze, Aluminum and Iron 

Used with "Bommer" Checking Floor Hinges 

With Removable Hinge Cover of Same Material 

Specify the distance between jambs, not the distance between the stops. 

Specify the width and thickness of doors. Specify the Hand of Doors. 

The Minimum List Prices are based on a threshold of 30 inches long (between jambs) for 
single door; for each additional inch over 30 inches long add at rate of the list price per inch. 

For pair of doors: double the minimum List Price for single door, and add the list per inch 
for each inch over 60 inches long (between jambs). 









Minimum 


list Price 30*inch Threshold for S 


ngle Door 


For Thres 


lohis over 


30 inches lc 


iifi, add to 


Minimum 


1 JiiiL-i- 


Threshold 


Opening. 


For a Pair 


af Doors 60 


inch opauin 


1, double 


Li 


st Prices foi 


each additional inch t 


le 












the Price 










'rices below 












Extruded 


Cast 


Cast 


Cast 


Cast 


Extruded 


Cast 


Cast 


Cast 


Cast 


Nuniher 


Typo 


Width 


Bronze or 


Abrasive 


Abrasive 


Atir.i-i vr 


While 


Bronze or 


Abrasive 


Abrasive 


Abrasive 


While 








Aluminum 


Aluminum 

SIS. 50 


Bronze 


Iron 


Bronze 


\lu milium 

S.50 


Aluminum 


Bronze 


Iron 


Bronze 


C.8H 


61 


5 inch 


$20.00 


823.50 


SI 5. 50 


830.00 


S.44 


S.55 


S.30 


8.90 


C88V4 


61 


6 inch 


25 .00 


20.00 


28.00 


10.50 


45.00 


.04 


.50 


.72 


.34 


1.10 


C89 


61 


7 inch 


27 .50 


23 .00 


32 .00 


17.50 


49.50 


■75 


.60 


.84 


.30 


1.30 


86 


61 


6 inch 


25 .00 


20 .00 


28.00 


10.50 


45.00 


.01 


.50 


.72 


.34 


1.10 


87 


61 


7 inch 


27 .50 


23 .00 


32 .00 


17.50 


49.50 


.75 


.60 


.84 


.30 


1.30 


71-117 1 


02 


5 inch 


20.00 


18.50 


23.50 


15.50 


30.00 


.50 


.44 


.55 


.30 


.90 


72-117 2 


62 


5 inch 


20.00 


IS. 50 


23 .50 


15.50 


30.00 


.50 


.44 


.r>.j 


.30 


,90 


86 


62 


6 inch 


25 .00 


20.00 


28 .oo 


10.50 


46.00 


.04 


.50 


.72 


.34 


1.10 


87 


62 


7 inch 


27.50 


23 .00 


32 .00 


17.50 


49.50 


.( 5 


.00 


.84 


.30 


1 .30 


88 


63 


6 inch 


27.00 


22.50 


30.00 


IS. 00 


48.00 


.04 


.50 


.72 


.34 


1.10 


88'/ 2 


63 


7 inch 


32 .40 


26.50 


30.00 


19.00 


58.30 


.to 


.00 


.84 


.36 


1.30 


89 


63 


7 inch 


32 .40 


20.50 


30.00 


10,00 


58.30 


.1 5 


.00 


.84 


.30 


1.30 


88Vi 


63 V 


it inch 


30.00 


32 .00 


10.00 


20 .00 


lil. SO 


.90 


.75 


1.00 


.12 


1 .60 


89 


63A 


8 inch 


30 .00 


32.00 


10.00 


20.00 


64.80 


.90 


.75 


1.00 


.42 


1.00 


C88 


64 


5 inch 


23 .40 


20 .50 


20.00 


17.00 


42.10 


.50 


.44 


.ao 


.30 


.90 


C88V4 


64 


6 inch 


27.00 


22.50 


30. 00 


1S.00 


4S.0O 


.04 


.50 


.72 


.34 


1.10 


C89 


64 


7 inch 


32 .40 


2(5.50 


30 .00 


10.00 


58.30 


.75 


.00 


.84 


.30 


1.30 


86 


64 


6 inch 


27.00 


22.50 


30 .00 


18.00 


48.00 


.04 


.50 


.72 


.34 


1.10 


87 


64 


7 inch 


32 .40 


20.50 


30.00 


19.00 


5S.30 


. i 5 


.00 


.S4 


.30 


1.30 


88 


65 


4 inch 


25 .00 


23.00 


30 .00 


21.50 


45.00 


.50 


.44 


.oo 


.30 


.90 


88'/ 2 


65 


•I inch 


25.00 


23 .00 


30 .00 


21.50 


45.00 


.50 


.44 


.55 


.30 


.90 


89 


65 


1 inch 


25 .00 


23.00 


30 .00 


21.50 


45.00 


.50 


.44 


.DO 


.30 


.90 


88i/4 


65 V 


5 inch 


2S.0O 


25.00 


32.00 


22.50 


50.40 


.04 


.50 


.72 


.34 


1.10 


89 


65V 


5 inch 


28.00 


25.00 


32 .00 


22 .50 


50 .40 


.04 


.50 


.72 


.34 


1.10 



Bommer Checking Floor Hinges Without Floor Plates 
To be vised with Thresholds 

All Checking Floor Hinges Listed below are without Floor Plates but include Cement Case 
The exposed parts only of the Top-Pivots and Arm are finished 



Hinge 


Brass, Bronze 


Ordinary 


Chromium 


Aluminum 


White Bronze 


Without Floor Plate 


or Aluminum 


Plated Finishes 


on Brass 


Alnuiililcd Finish 


Metal 


Number II 7 1 or 7 1 


$18.00 


S19.00 


819.50 


S1S.70 


S19.50 


Number II 7 2 or 7 2 


21.00 


22.00 


22.50 


21.70 


22 ,50 


Number 86 


57.05 


58.00 


59.00 


5S.70 


59.00 


Number 87 


71.30 


72.80 


73 -SO 


72.80 


73 ,S0 


Number 88 


33.50 


35.00 


30.00 


35 .00 


30 .00 


Number 88'/ 2 


42. SO 


44 .30 


45.30 


44 .30 


45.30 


Number 89 


52.50 


54.00 


50.00 


54.00 


50 .00 


Number C88 


33 .20 


34.70 


35.70 


34.70 


35 .70 


Number C88'/ 2 


42.50 


44.00 


45 .00 


44,00 


45 .00 


Number CS9 


52.10 


53 .00 


54.00 


53.50 


54.00 


Number T88V2 


42.50 


44 .00 


45.00 


44.00 


45.00 


Number T89 


52.10 


53 .00 


54.00 


53.00 


54.00 



Bommer Standard Type Thresholds For General Use 







P 


rice per Foot 






Approximate Weight per Fool 






Extruded 


Cast 


Cast 


CasL 


Cast 








Cost 


Cast 


Cast 


Cast 


Width 


No. 


Bronze or 


Abrasive 


Abrasive 


Abrasive 


White 


No, 


Extruded 


Extruded 


Abrasive 


Abrasive 


Abrasive 


While 






Aluminum 


Aluminum 


Bronze 


Iron 


Bronze 




Bronze 


Aluminum 


Aluminum 


Bronze 


Iron 


Bronze 


4 in. 


4 


S4.80 


84.50 


84.80 


83.00 


ss.oo 


4 


2.31 lbs. 


.75 lbs. 


1.2 lbs. 


3.7 lbs. 


3.2 ibs. 


2.31 lbs. 


5 in. 


5 


5.75 


5.30 


5.75 


3.50 


10.30 


5 


3.45 lbs. 


1.20 lbs. 


1.5 lbs. 


4.6 lbs. 


4.0 Ibs. 


3. 15 lbs. 


6 in. 


6 


7.65 


6.00 


7.65 


4.00 


13.70 


6 


4.40 lbs. 


1.46 lbs. 


1.8 lbs. 


5.1 lbs. 


1.9 Ibs. 


4. 40 lbs. 


7 in. 


7 


9.00 


7.00 


9.00 


4.25 


10.20 


7 


5.1 lbs. 


1.80 lbs. 


2.1 lbs. 


6.3 lbs. 


5.7 lbs. 


5.4 lbs. 


8 in. 


8 


10.10 


9.00 


10.10 


5.00 


IS. 10 


8 


6.2 lbs. 


2.10 lbs. 


2.4 lbs. 


7.3 lbs. 


6.5 lbs. 


6.2 lbs. 
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Parts for 
Bommer Checking Floor Hinges 

No. 86 and No. 87 

When ordering state size of hinge and the number of part wanted 

o^lfir.woainUUinfil i 

3 33 32 4 2 40 II 13 12 21 45 27 44 49 50 42 38 29 30 



«*^~ n 
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Parts for 
Bommer Checking Floor Hinges 



No. 86 and No. 87 



When ordering state size of hinge and the number of part wanted 



No. Name of Part Number 86 

1 Mechanism Case Each SI 0.50 

2 Mechanism Case Cover Screw Each .02 

3 Spindle Bearing Ball Each .03 

4 Cement Case Screw ' Each .02 

5 Spindle Packing Washer , Each .03 

6 Spindle Each 7 .50 

7 Spindle Bearing Nul Each 1.50 

8 Spindle Packing Each .20 

9 Cylinder Each i .50 

1 Piston with Ball Assembled Each .75 

1 1 Spring Adjusting Screws. Each .03 

12 Spring Link (large rivet) Each .15 

1 3 Spring Link (small rivet) , Each . I S 

14 Spring 11. H Each 2.25 

14A Spring L.H Each 2.25 

16 Spring Adjuster Each 1 .25 

1 (> Spring Link (short) Each 1.15 

1 6 A Spring Link (long) Each 1 .50 

1 7 Spring Post Each .90 

15 Spring Carrier Top Each 2.25 

18A Spring Carrier Bottom (handed) , Each 2.25 

1 9 Mechanism Cover Gasket Each .45 

20 Piston Link Each 1.15 

2 1 Piston Connecting Pin Each .20 

22 Link Side Plate (handed) Each .15 

23 Spindle Shoulder Cover Each .75 

24 Spindle Roller Hearing Each 1 .50 

25 Arm Each 3.00 

2 6 Arm Plate. . , Each .40 

27 Spring Adjuster Pin Each .15 

29 High! Hand Spring Link Adjustable Screw. Each .15 

30 Left Hand Spring Link Adjustable Screw Each .15 

32 Arm Alignment Screws Each .15 

33 Alignment Screw Washers Each .15 

35 Eioor Piute (large) , Each 1 .75 

35A Floor Plate (small) Each 1 .25 

3G Cement Case Each 4.50 

37 Adjusting Wrench Each .50 

3S Cylinder Locking Screw Each .35 

39 Spring Adjuster Washer Bach .05 

4 Floor Plate Screw Each .02 

4 1 Spindle. Link Each .50 

42 Speed Adjuster with Packing and Nut Each .75 

43 Mechanism Case Cover Each 2.25 

4 4 Spindle Checking Link Pin Each 1 .15 

45 Spring Post Pin Each ,05 

46 Top Pivot for Jamb Each 5.00 

47 Top Socket for Door Each 2.00 

4 8 Spring Link Swivel Each .25 

49 Spring Link Swivel Rivet Each .15 

50 Spindle Spring Link Pin , Each ,20 



l\'um 


her 87 


Each 


?13.50 


Each 


.02 


Each 


.03 


Each 


.02 


Each 


.03 


Each 


9.00 


Each 


1 .50 


Each 


.20 


Each 


11.00 


Each 


1 .00 


Each 


.03 


Each 


.15 


Each 


. 1 5 


Each 


3.00 


Each 


3 .00 


Each 


1.25 


Each 


1 .50 


Each 


2.00 


Each 


1 .25 


Each 


2.50 


Each 


2 .50 


Each 


.02 


Each 


1.15 


Eacli 


.25 


Each 


.15 


Each 


.75 


Each 


1 .50 


Each 


3 .00 


Each 


.10 


Each 


.15 


Each 


.15 


Each 


.15 


Each 


.15 


Each 


.15 


Each 


2.25 


Each 


1 .50 


Each 


5 .00 


Each 


.50 


Each 


.35 


Each 


.05 


Each 


.02 


Each 


.65 


Each 


.75 


Each 


3.00 


Each 


1.15 


Each 


.05 


Each 


5.00 


Each 


2.00 


Each 


.25 


Each 


.15 


Each 


.20 
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Parts for 
Bommer Checking Floor Hinges 

Nos. 88, 88y 2 , 89, C88, C88y 2 , C89, T88 and T89 

When ordering slate size of hinge and the number of part wanted 



O C :Q 



a 



40 12 13 
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Prices of Parts for 
Bommer Checking Floor Hinges 

Nos. 88, 88y 2 , 89, C88, C88l/ 2 , C89, T88 and T89 

^ hen ordering state size of hinge and the number of part wanted 



No. 



1 

2 
3 
4 
5 
6 
7 
8 

9 
10 
11 
12 

13 
14 
15 
1G 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
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37 
38 
39 
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41 
42 
43 
44 
45 
46 
47 



Nnnie of Purl, Price Each 



Mechanism Case ». . . . 

Spindle Bearing. , , . , 

Spindle Hearing Ball (10) 

Spindle Bearing Washer 

Spindle Packing Washer 

Spindle, Nos. 88, 88} <>, and 89 

Spindle Bearing Hall Pace 

Spindle Packing 

Cylinder 

Piston. 

Spring Adjusting Screws (4). ..... . 

Spring Link (large rivet) 

Spring Link (small rivet) 

Spring (handed) 

Spring Adjuster Washer 

Spring Link 

Spring Post 

Spring Carrier 

Spring Adjuster Nut 

Piston Link 

Piston Connecting Pin 

Link Side Plate (handed) (2) 

Spindle Collar Cover. 

Spindle Roller Hearing 

Arm, Nos. 88, 88] i, and 89 (handed) 

Arm Attaching Wedge 

Top Pivot Pin Screw 

Top Pivot Pin 

Top Pivot for Jamb (handed) 

Top Pivot for Door (handed) 

Piston Link Strap 

Piston Link Strap Rivet , 

Arm Cover (handed) 

Arm Looking Screw 

Cover Piute 

Cement Case 

Adjusting Wrench 

Cylinder Locking Screw (2) 

Spring Adjuster 

Speed Adjuster Packing 

Spindle Link 

Speed Adjuster 

Spindle, Nos. C88, C88J3, C89, T88'j, mid T89. 

Arm, Nos. T88J4, and T89 (handed) 

Arm, Nos. C88, C88J4, and C89 

Top Pivot for Jamb, Nos. C88, C88M, and C89. 
Top Socket for Door, Nos. C88, C88M, and C89 . 
Checking Liquid, per gallon 



No. 88 No. 883; 



.00 
.25 
.03 
.02 
.03 
.80 
.25 
.20 
.50 
.50 
.03 
.15 
.15 
.75 
.05 
.!)() 
.50 
.15 
.20 
.50 
.15 
.15 
.75 
.50 
.50 
.20 
.10 
.40 
'.50 
!.00 
.15 
.05 
.75 
.20 
.50 
. .75 
.50 
.35 
.00 
.02 
.35 
.50 



4.50 



$7.50 

1.50 
.03 
.02 
.03 

5.75 
.25 
.20 

2.25 
.75 
,03 
.15 
.15 

2.25 
.05 

1.50 
.50 

2.25 
.20 
.75 
.20 
.15 
.75 

1 .50 

2.25 
.20 
.10 
.40 

3.00 

2.50 
.15 
.05 
.75 
.20 

2.25 

3.00 
.50 
.35 

2.25 
.02 
.50 



No. 89 



$9.00 

2.00 

.03 

.02 

.03 

G.50 

.25 

.20 

2.50 

1.00 

.03 

.15 

.15 

3.00 

.05 

1.75 

.50 

2.50 

.20 

.75 

.25 

.15 

.75 

1 .50 

2.25 

.20 

.10 

.40 

3.00 

2.50 

.15 

.05 

.75 

.20 

2.50 

3.50 

.50 

.35 

2.50 

.02 

.05 



No. C88 



No.C88> 2 



SO .00 

1 .25 

.03 

.02 

.03 



.'do 
.20 

1.50 
.50 
.03 
.15 
.15 

1.75 
.05 
.90 
.50 

1.15 
.20 
.50 
.15 
.15 
.75 

1.50 



.15 
.05 



1 .50 

1.75 
.50 
.35 

1.00 
.02 
.35 
.50 

4. SO 



2.00 
2 25 



S7.50 

1.50 

.03 

.02 

.03 



.25 
.20 

2. 25 



.03 
.15 
.15 

2.25 
.05 

1 .50 
.50 

2.25 
.20 
.75 
.20 
.15 
.75 

1 .50 



.15 

.05 



2.25 
3.00 
.50 
.35 
2.25 
.02 
.50 



3.00 
3.00 
2.00 



No. C89 



S9 .00 

2.00 

.03 

.02 

.03 



.20 
2.50 
1.00 

.03 

.15 

.15 
3.00 

.05 
1 .75 

.50 
2.50 

.20 



.15 

.05 



2.50 
3 .50 

.50 
.35 

2.50 
.02 
.05 
.75 

G.50 



3.00 
3.00 
2.00 



No.T88.! 2 

S7.50 

1.50 

.03 

.02 

.03 



.20 

2.25 
.75 
.03 
.15 
.15 

2 .25 
.05 

1 .50 
.50 

2.25 
.20 
.75 
.20 
.15 
.75 

1.50 



.10 

.40 

3.00 

2.50 

.15 

.05 

.75 

.20 

2.25 

3.00 

.50 

.35 

2.25 

.02 

.50 

.75 

5.75 

3.00 



No. T89 

S9 .00 

2.00 

.03 

.02 

.03 



.20 
2 .50 
1.00 

.03 

.16 

.15 
3.00 

.05 
1.75 

.50 
2.50 

.20 



1.50 



.10 

.40 

3.00 

2.50 

.15 

.05 

.75 

.20 

2.50 

3.50 

.50 

.35 

2.50 

.02 

.65 

.75 

6.50 

3.00 
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Parts for 
Bominer Checking Floor Hinges 

No. 70, No. 71 and No. 72 

When ordering state size of hinge and the numhcr of part wanted 




Price Each 



Part 

No. 



B 3 

B 4 

^ 5 

B 6 

B 8 

m o 

w ii 



Name of Part 



Pintle 

Aligning Cam 

Cam Roller 

Assemble-openiug Plus 

Yoke 

Rclill-openiug Plug.. . 

Actuating Roller 

Coupling Pin 

Cylinder 

Piston 

Spring 



Hinge Number 



.10 
.10 
.05 



;i 



82.10 

1.10 

.30 

.45 

.S5 

.20 

.10 

.05 

1.25 

1.00 

1.95 



Part 
No. 



Name of Part 



Spring 

Yoke 

Speed Regulator 

Piston Bearing 

Case 

Assemhle-opeiiing Plus 

Arm 

Walking Ream Pivot. 

Pivot Socket 

Pintle Washer 

Pintle Cover 



Hinge Number 



70 



SI. 35 

.50 



.50 
1.80 

.50 
.05 
.50 



SI. 10 

.50 

.35 

4. CO 

1.80 

1 .50 

.50 

.10 

.50 



81.20 

.50 

.40 

4.90 

1.S0 

1.50 

.50 

.10 

.65 



Part 
No. 



Name of Part 



Cement Case 

Cover 

Cover 

Case 

Yoke 

Cylinder 

Pintle 

Piston 

Aligning Cam. . . . 

Cement Case 

Spring Top-Pivot . 



Hinge Number 



00 



si 



IIIII1IIIIIIIIIIII 



0(1 



13 
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